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Message Text 


UNCLASSIFIED 

PAGE 01 IBADAN 00170 291615Z 

43 

ACTION VOE-OO 

INFO OCT-01 AF-06 ISO-OO SCA-01 /008 W 

095673 

R291050Z APR 75 
FM AMCONSUL IBADAN 
TO SECSTATE WASHDC 1876 

UNCLAS IBADAN 170 

FOR VO 

E. O. 11652: N/A 
TAGS: CVIS 

SUBJ: CVIS: OPERATIONS: SURVEY OF ISA ISSUING EQUIPMENT 

REF: A-2115 MARCH 25, 1975 

PER REFTEL, FOLLOWING INFO SUBMITTED: 

A. 1. CONTROL SIGNATURE SYSTEM 

2. MOD805 SN: J1210 

3. 5 YEARS 

4. GOOD 

5. 66 

6. REGULARLY 

7. (NOT NECESSARY FOR SEVERAL YEARS) 

8. YESNK MANUAL MODEL PREFERABLE BECAUSE OF FLUCTUATIONS 
AND CUT-OFFS IN ELECTRICAL CURRENT. 

10. NONE 

B. MODEL C-30 AMPS 32 NO DETECTABLE SERIAL NBER 

C. NA 

D. 1. STANDARD FORM FLOW SERIES 4000 A 

2. 4408-2 AC PX 8046 341025 

3. 4 YEARS - EXCELLENT 

4. VISA 58 OTHER 12 

5. NONE 

E. PREVIOUSLY REPORTED 

F. PREVIOUSLY REPORTED 
UNCLASSIFIED 

UNCLASSIFIED 
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ELECTRICAL EQUIPMENT OPERATES ON 220 VOLTS AND 50 CYCLES. 

BARR 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IBADAN00170 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 50-0553 
From: IBADAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975048/aaaaaheu.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION VOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 A-21 15, 75 MARCH 25, 75 1975 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <10 Jun 2003 by MorefiRH, INA>; RELEASED <04 MAR 2004 by hartledg>; APPROVED <04 MAR 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CVIS: OPERATIONS: SURVEY OF ISA ISSUING EQUIPMENT 
TAGS: CVIS, Nl 
To: STATE 
Type: TE 
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